THICK DETRITUS PENTTENTES      193
They varied in height from three inches to ten feet, and one thirty feet high was met with. Many rare symmetrical in shape, others had one or more ^uttreeses running out from the apex in sharp ridges* En all cases the apices and ridges were covered with ietritus, as well as more or less of the slanting sides, tnd in some the whole pinnacle was concealed from riew under a thick deposit. Where the covering ras tfeckest the ice projected highest, and large >yramids were often studded with smaller ones, aa veil as with ridges covered more deeply than the ce around them*
A considerable portion of the Biafo glacier, where heee existed, was banded with perpendicular longi-udinal strata* These passed through the pinnacles, rften cutting through their apices, thus affording >roof that this form of nie ve was developed out of [lacier ice. All pinnacles, even the smallest, were ompoaed of compact, crystalline ice, destitute of to bubbles and breaking with a vitreotu fracture, [uite different from the toft, aerated ice around hem,
Th* development of tbia variety may be titans Patches of mud or amid are deposited